


November 25, 1998 
Walter Hall 
8 p.m. 


11 O'clock Jazz Orchestra 


directed by Phil Nimmons 






10 O'clock Jazz Orchestra 


directed by Paul Read 


Tonight! 


Admission Free 


EVERYONE WELCOME 


